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DOES NOT EIOHTY THREE YEARS OF COMTIISIUOUS SUCCeS6FUI- BUSINESS INDICATE HIGH QUALITY PRODUCTS? 
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In the following pages we have set out a few of the very many types 
of Tanks that our facilities enable us to produce. In the field of 
Elevated Steel Tanks for water supply, both for domestic service and 
sprinkler requirements, we have designed a complete line of Tanks rang- 
ing in capacity from 5,000 gallons to 2,000,000 gallons, and covering 
designs from the standard Hemispherical Self-Supporting Bottom to spe- 
cial designs involving architectural treatment to satisfy local condi- 
tions, or to provide special shapes for advertising purposes. 



In addition to Elevated Tanks we specialize in Fuel Oil Storage 
Tanks, Oil and Water Storage Tanks. Acid Tanks. Vats. Chemical Tanks. 
Storage Bins, Stacks, and all forms of Fabricated Steel Plate Construc- 
tion both riveted and welded. Special equipment for processing industry 
such as Alloy Steel Plates. Stainless Steel, Nickel-Clad Steel, and Ves- 
sels lined with Lead, Tin, or Nickel. 



Electrically welded vessels of all the above types are produced 
under the most exact procedure with modern equipment. 



We manufacture Horizontal Return Tubular Boilers with steel cased 
setting. Flues, Ducts. Breechings. and accessories. Tubular Heaters and 
Bleaching Kiers for Textile fabrics. 



The accuracy and precision with which our products are produced have 
contributed to maintain a clientele of satisfied customers, which is 
the asset we most highly appreciate. 
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1,500,000 Tank for Spartanburg, South Carolina 
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500,000 Gallon Elliptical Bottom Tank, 

Newnan, Ga. 



100,000 Gallon Tank, 80 Foot Tower, Clearwater 

Island, Fla. 
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City of Charlotte, Million Gallon Elevated 
Tank is still a standard of comparison 

for structural design 



200,000 Gallon **Cole Ovaloid" 
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200.000 Gallon ''Cole Ovaloid" for Daytona 

Beach, Florida 



200.000 Gallon Wash Water Tank with Oval Water 

Storage Roof 





300,000 Gallon Tank for 
Wake Forest, N. C. 



200,000 Gallon •'Cole Ovalold" for Toccoa, 

Georgia 
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750,000 Gallon "Shallow Depth" Tank, Florence, Alabama 
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Asphalt Mixing Plant 



5,000 Gallon Tank for Schools and Private 

Service^Welded Construction 




Butane Gas Storage Tank for City of Ozark 
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Stainless Steel Chemical Vats 



Three of a Battery of Nine Nickel-clad Steel 
Starch Kettles (Cookers and Storage) 




2,000 Gallon Nickel-clad Hot Water Storage 

Tank 




High Pressure Welded Drums 




Welded Pressure Tank for Gas Storage 




Welded Vessels for Chemical Storage 
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(Patented Design) 100.000 Gallon Spherical 
Tank with Fuljular Tower. Emory Uni- 
versity, Atlanta, Georgia 



200.000 Gallon "Cole O^aloid" 165 Ft. T 



owrr 






40.000 Gallon Chero-Cola Bottle 



50.000 Gallon Sprinkler Tank 



20.000 Gallon Milk Bottle 



Tanks can be designed as indicated above not only to provide water for fire protection, but a' to ad\ 

in a very distinct way the products of the indu^..y. 
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SOO.OOO Gallon Ova] BoUom Tank wiiii Special Design Tower and 

StAirM'iy for City of St. Pr'—thurg. Fla. 
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500.000 Uailuu Oval Top Tank. Albany. Ga 
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Standard I 0<^ '^00 Gallon Sprinkler Service 

Tank 




600 000 Gallon =fan 
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Industrial Wash Water Tank for Filter In 

stallation 



30.000 Gallon Water Storage Roof with ''H" 

Cohimn Tower 




Modern Pumping Plant of Danville, Va. 
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Million and Half Gallon Reservoir for Cedartown, Ga. 
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Hish Pressure Scale Tank for Creosote Oil 




Bulk Storage Tank for Oil, Gasoline and 

Chemicals 




8 Foot Diameter Zinc Chloride Cylinder for 250 Lb. Working Pressure 




9 Foot Diameter by 1 38 Foot Paraffine Treating Cylinder 
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8 Foot Diameter by 1 32 Foot Timber Treating Cylinder 




Double Door Creosote Cylinder for 250 Lb. Working Pressure 




Timber Treating Cylinder Welded Construction 
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Installation of Nickel Clad StccI P :' Bk King Ki^t a! the 

Albemarle, N C. 
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R. D. COLE MANUFACTURING COMPANY. NE WNAN, GEORGIA 




300.000 Gallon Special Deskn Oval Water Storage Roof for the City 

of Gainesville, Georgia 
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